Heater 


PENTAGRID AMPLIFIER 

For applications critical as to microphonics 
Coated Uniootential Cathode 


Voltage 6.3 

Current 0.3 

Direct Interelectrode Capacitances: 0 
Grid <1 to Grid #3 
Grid #1 to Plate 
Grid 03 to Plate 
Grid 01 to All Other Electrodes 
Grid 03 to All Other Electrodes 
Plate to All Other Electrodes 
Maximum Overal1 Length 
Maximum Seated Height 
Maximum Diameter 
Bui b 
Cap 
Base 

Pin 1-Shell 

Pin 2-Heater 3 jH^Uj 

Pin 3-Plate 
Pin 4-Grids *2 & «4 
Mounting Position BOTTOM VIEW 


a-c or d-c volts 



amp. 

0.20 max. 

ppf 

0.001 max. 

ppf 

0.10 max. 

ppf 

7.5 

MM f 

10 

MMf 

11 

ppf 


3-1/8 


2-9/16 


1-5/16 


Metal Shell f MT-8 
Miniature 
Small Wafer Octal 7-Pin 
Pin 5-Grid 03 
Pin 7 -Heater 
Pin 8-Cathode 
Cap -Grid 01 

Any 


Mounting Position BOTTOM VIEW Anj 

Maximum Ratings Art Design-Center Values 
AMPLIFIER 

Plate Voltage 250 max. volts 

Screen Voltage. 100 max. volts 

Plate Dissipation 1.5 max. watts 

Screen Dissipation 1.0 max. watt 

Typical Operation and Characteristics - Class 4, Amplifier: 


Plate 

Screen (Grids 02 & 0A) 

Control Grid (Grid 01) 

Control Grid (Grid 03) 

Plate Res. 

Transcond. (Grid #1 - PI ate) 
Transcond. (Grid 01 - PI ate) * 

Plate Cur. 

Screen Cur. 

* In circuits where the cathode Js not di¬ 
rectly connected to the heater, the po¬ 
tential difference between heater and 
cathode should be kept as low as possible. 

. With shell connected to cathode. 

* With Grid tl bias =-15 volts; Grid 13 
bias =-15 volts. 


250 volts 

100 volts 

-3 volts 

-3 volts 

0.6 megohm 

.100 pmhos 

5 approx, pmhos 
5.3 ma. 

6.5 ma. 


MINIATURE 

CAP 


Curves under Type 617 also apply to the 
1612. 


^Indicates a change. 


Jan. 1, 1943 


pi 

5 /|e MAX. [m- 
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